To: Ostrander, David[Ostrander.David@epa.gov]; McGrath, Shaun[McGrath. Shaun@epa.gov]; 

Card, Joan[Card. Joan@epa.gov] 

Cc: Way, Stevenfway. steven@epa.gov]; Hestmark, Martin[Hestmark. Martin@epa.gov] 

From: Ackerman, Joyce 

Sent: Mon 9/14/2015 5:55:59 PM 

Subject: RE: R8 Q&As 

Li'l Fishes Generator memo.docx 


The oil spill description is wrong. I have attached a memo of my documentation of the incident. 
Here’s a short summary: 


Nonresponsive 


Joyce Ackerman 

On-Scene Coordinator and START P.O. 

U.S. EPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 

(303)312-6822 
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ED 000552A 00002637-00001 



From: Ostrander, David 

Sent: Monday, September 14, 2015 11:34 AM 

To: McGrath, Shaun; Card, Joan 

Cc: Way, Steven; Ackerman, Joyce; Hestmark, Martin 

Subject: R8 Q&As 


Please review: 


Nonresponsive 


Deliberative Process/Ex. 5 


1799050 


ED 000552A 00002637-00002 



Deliberative Process/Ex. 5 


1799050 


ED 000552A 00002637-00003 



